Tests and M easures in the Social Sciences TMSS Tests Available in Compilation Volumes 
Full Instruments Available in: Salek 1998 _1 

SalekS. (1998). 

Compendium of Quality of Life Instruments. (5 vols.). New York, NY: Wiley. 

[221 full text instruments] [M M YB] ..Health status indicators, Health surveys, Quality of life. 
FIND THIS BOOK SET IN A LIBRARY NEAR YOU: www.worldcat.org/oclc/38386689 


12-item short form health survey [SF-12] (Acute) (1994,1996) 

WareJE; Kosinski M ; Keller SD; Health Institute 

IN SalekS. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 
Vol. 1,1.1, Page(s) 1-2 (datasheet), Vol. 1,1.1a, Page(s) 1-2 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

12-item short form health survey [SF-12] (Standard) (1994,1996) 

WareJE; Kosinski M; Keller SD; Health Institute 

IN SalekS. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 
Vol. 1,1.1, Page(s) 1-2 (datasheet), Vol. 1,1.1b, Page(s) 1-2 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

15D Measure of Health-Related Quality of Life [15D] [HRQOL] (1993) 

Sintonen H; Perkurinen M 

IN SalekS. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 
Vol. 1,1:2, Page(s) 1-2 (datasheet), Vol. 1,1:2a, Page(s) 1-3 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

15D Measure of Health-Related Quality of Life [15D] [HRQOL] [Finnish] (1993) 
Sintonen H; Perkurinen M 

IN SalekS. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 
Vol. 1,1:2, Page(s) 1-2 (datasheet), Vol. 1,1:2b, Page(s) 1-3 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

15D Measure of Health-Related Quality of Life [15D] [HRQOL] [Norwegian] (1993) 
Sintonen H; Perkurinen M; Stavem K 

IN SalekS. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 
Vol. 1,1:2, Page(s) 1-2 (datasheet), Vol. 1,1:2c, Page(s) 1-3 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

15D Measure of Health-Related Quality of Life [15D] [HRQOL] [Swedish] (1993) 
Sintonen H; Perkurinen M 

IN SalekS. (1998). Compendium of Quality of Life instruments. New York, NY: Wiley. 
Vol. 1,1:2, Page(s) 1-2 (datasheet), Vol. 1, l:2d, Page(s) 1-3 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 


TMSS List of Compilations: https://archive.org/details/TM SS Compilations 

The TMSS pages are provided for information purposes only. Helen Hough, CC BY-NC 

To obtain these resources, you may check your library to see if it has the volume or has services to get it for you. 
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15D Measure of Health-Related Quality of Life [15D] [HRQOL] [Japanese] (1993) 

Sintonen H; Perkurinen M; Watanabe Y 

IN Salek S. (1998 ). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 1, l:2e, Page(s) 1 (datasheet), Vol. 1, l:2f, Page(s) 1-3 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

COOP/WONCA charts (1987) 

Trustees of Dartmouth College; Nelson EC; et al 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 1,1:3, Page(s) 1-2 (datasheet), Vol. 1,1:3a, Page(s) 1-9 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

COOP/WONCA charts [Chinese] (1987) 

Trustees of Dartmouth College; Nelson EC; et al 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 1,1:3, Page(s) 1-2 (datasheet), Vol. 1,1:3b, Page(s) 1-8 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

COOP/WONCA charts [Danish] (1987) 

Trusteesof Dartmouth College; Nelson EC; Bentzen N; et al. 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 1,1:3, Page(s) 1-2 (datasheet), Vol. 1,1:3c, Page(s) 1 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

COOP/WONCA charts [Dutch] (1987) 

Trusteesof Dartmouth College; Nelson EC; et al 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 1,1:3, Page(s) 1-2 (datasheet), Vol. 1,1:3d, Page(s) 1 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

COOP/WONCA charts [Finnish] (1987) 

Trusteesof Dartmouth College; Nelson EC; Kvist M; et al. 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 1,1:3, Page(s) 1-2 (datasheet), Vol. 1, l:3e, Page(s) 1 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

COOP/WONCA charts [French] (1987) 

Trusteesof Dartmouth College; Nelson EC;Jamoulle M; etal. 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 1,1:3, Page(s) 1-2 (datasheet), Vol. 1, l:3f, Page(s) 1 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 


TMSS List of Compilations: https://archive.org/details/TM SS Compilations 

The TMSS pages are provided for information purposes only. Helen Hough, CC BY-NC 

To obtain these resources, you may check your library to see if it has the volume or has services to get it for you. 
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COOP/WONCA charts [German] (1987) 

Trustees of Dartmouth College; Nelson EC; Fischer G; et al. 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 1,1:3, Page(s) 1-2 (datasheet), Vol. 1, l:3g, Page(s) 1 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

COOP/WONCA charts [Hebrew] (1987) 

Trustees of Dartmouth College; Nelson EC; et al 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 1,1:3, Page(s) 1-2 (datasheet), Vol. 1, l:3h, Page(s) 1-7 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

COOP/WONCA charts [Italian] (1987) 

Trustees of Dartmouth College; Nelson EC; Paccagnella B; etal. 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 1,1:3, Page(s) 1-2 (datasheet), Vol. 1, l:3i, Page(s) 1 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

COOP/WONCA charts [Norwegian] (1987) 

Trustees of Dartmouth College; Nelson EC; Bentsen BG; etal. 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 1,1:3, Page(s) 1-2 (datasheet), Vol. 1, l:3j, Page(s) 1 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

COOP/WONCA charts [Slovak] (1987) 

Trustees of Dartmouth College; Nelson EC; ZorzG; etal. 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 1,1:3, Page(s) 1-2 (datasheet), Vol. 1,1:3k, Page(s) 1 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

COOP/WONCA charts [Spanish] (1987) 

Trusteesof Dartmouth College; Nelson EC; GervasJ; et al. 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 1,1:3, Page(s) 1-2 (datasheet), Vol. 1,1:31, Page(s) 1 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

COOP/WONCA charts [Spanish Callego] (1987) 

Trusteesof Dartmouth College; Nelson EC; Pita S; et al. 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 1,1:3, Page(s) 1-2 (datasheet), Vol. 1,1:3m, Page(s) 1 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 


TMSS List of Compilations: https://archive.org/details/TM SS Compilations 

The TMSS pages are provided for information purposes only. Helen Hough, CC BY-NC 

To obtain these resources, you may check your library to see if it has the volume or has services to get it for you. 
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COOP/ WONCA charts [Spanish Catalan] (1987) 

Trustees of Dartmouth College; Nelson EC; Fores M; et al. 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 1,1:3, Page(s) 1-2 (datasheet), Vol. 1, l:3n, Page(s) 1 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

COOP/WONCA charts [Swedish] (1987) 

Trustees of Dartmouth College; Nelson EC; et al 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 1,1:3, Page(s) 1-2 (datasheet), Vol. 1, l:3o, Page(s) 1 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

COPE (1989) 

Carver CS; Scheier M F; Weintraub J K 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 1,2A:1, Page(s) 1-2 (datasheet), Vol. 1,2A:1, Page(s) 1-2 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

COPE Scales showing items in trait format (1989) 

Carver CS; Scheier M F; Weintraub J K 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 1,2A:1, Page(s) 1-2 (datasheet), Vol. 1,2A:la, Page(s) 1-2 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Health Opinion Survey Computerised Algorithm for Depression and Anxiety [HOS] (1957, 

1985) 

M acmillian AM; M urphyj; et al. 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 1,2A:2, Page(s) 1-2 (datasheet), Vol. 1,2A:2a, Page(s) 1 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Aberdeen Back Pain Scale (1994) 

Ruta A 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 1,2B:1, Page(s) 1 (datasheet), Vol. 1,2B:la, Page(s) 1 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Arthritis Impact M easurement Scales 2 [AIMS2] (1990,1992) 

M eenan REF; Boston University; et al. 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 1, 2B:2, Page(s) 1-2 (datasheet), Vol. 1, 2B:2a, Page(s) 1-14 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

TMSS List of Compilations: https://archive.org/details/TM SS Compilations 

The TMSS pages are provided for information purposes only. Helen Hough, CC BY-NC 

To obtain these resources, you may check your library to see if it has the volume or has services to get it for you. 
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Current perceived health -42 [CPH-42] [Chinese] (1995) 

LiJ; FieldingR 

IN Salek S. (1998 ). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 1,1:4b, Page(s) 1-2 (datasheet), Vol. 1,1:4a, Page(s) 1-2 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Current perceived health - 42 [CPH-42] (1995) 

Li J; Fielding R 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 1,1:4, Page(s) 1 (datasheet), Vol. 1,1:4b, Page(s) 1-2 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Duke health profile [DUKE] (1990,1994) 

Parkerson GR; Broadhead WE; Tse CKJ; Duke University Medical Center 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 1,1:5, Page(s) 1-2 (datasheet), Vol. 1,1:5a, Page(s) 1 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Duke health profile [DUKE] [Chinese] (1990,1994) 

Parkerson GR; Broadhead WE; Tse CKJ; Duke University M edical Center 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 1,1:5, Page(s) 1-2 (datasheet), Vol. 1,1:5b, Page(s) 1 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Duke health profile [DUKE] [Dutch] (1990,1994) 

Parkerson GR; Broadhead WE; Tse CKJ; Duke University M edical Center 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 1,1:5, Page(s) 1-2 (datasheet), Vol. 1,1:5c, Page(s) 1 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Duke health profile [DUKE] [French] (1990,1994) 

Parkerson GR; Broadhead WE; Tse CKJ; Duke University M edical Center 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 1,1:5, Page(s) 1-2 (datasheet), Vol. 1, l:5d, Page(s) 1 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Duke health profile [DUKE] [German] (1990,1994) 

Parkerson GR; Broadhead WE; Tse CKJ; Duke University M edical Center 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 1,1:5, Page(s) 1-2 (datasheet), Vol. 1, l:5e, Page(s) 1 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 


TMSS List of Compilations: https://archive.org/details/TM SS Compilations 

The TMSS pages are provided for information purposes only. Helen Hough, CC BY-NC 

To obtain these resources, you may check your library to see if it has the volume or has services to get it for you. 
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Duke health profile [DUKE] [Italian] (1990,1994) 

Parkerson GR; Broadhead WE; Tse CKJ; Duke University M edical Center 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 1,1:5, Page(s) 1-2 (datasheet), Vol. 1, l:5f, Page(s) 1-2 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Duke health profile [DUKE] [Norwegian] (1990,1994) 

Parkerson GR; Broadhead WE; Tse CKJ; Duke University M edical Center 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 1,1:5, Page(s) 1-2 (datasheet), Vol. 1, l:5g, Page(s) 1-2 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Duke health profile [DUKE] [Polish] (1990,1994) 

Parkerson GR; Broadhead WE; Tse CKJ; Duke University M edical Center 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 1,1:5, Page(s) 1-2 (datasheet), Vol. 1, l:5h, Page(s) 1-2 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Duke health profile [DUKE] [Spanish] (1990,1994) 

Parkerson GR; Broadhead WE; Tse CKJ; Duke University M edical Center 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 1,1:5, Page(s) 1-2 (datasheet), Vol. 1, l:5i, Page(s) 1-2 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Duke health profile [DUKE] [Swedish] (1990,1994) 

Parkerson GR; Broadhead WE; Tse CKJ; Duke University M edical Center 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 1,1:5, Page(s) 1-2 (datasheet), Vol. 1, l:5j, Page(s) 1-2 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

McM aster Health Index Questionnaire Physical Function Index Scoring M ethod [MHIQ] (1993) 
Chambers LW 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 1,1:7, Page(s) 1-2 (datasheet), Vol. 1,1:7b, Page(s) 1-2 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

M cM aster Health Index Questionnaire Social Function Index Scoring M ethod [M HIQ] (1993) 
Chambers LW 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 1,1:7, Page(s) 1-2 (datasheet), Vol. 1,1:7c, Page(s) 1-2 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 


TMSS List of Compilations: https://archive.org/details/TM SS Compilations 

The TMSS pages are provided for information purposes only. Helen Hough, CC BY-NC 

To obtain these resources, you may check your library to see if it has the volume or has services to get it for you. 
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M cM aster Health Index Questionnaire Emotional Function Index Scoring M ethod [M HIQ] 

(1993) 

Chambers LW 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 1,1:7, Page(s) 1-2 (datasheet), Vol. 1, l:7d, Page(s) 1-2 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

MOS 36-Item short form health survey [SF-36] [Argentinean] (1992) 

WareJEJr; Sherbourne CD; Medical OutcomesTrust 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 1, l:8d, Page(s) 1 (datasheet), Vol. 1, l:8e, Page(s) 1-3 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

MOS 36-Item short form health survey [SF-36] [Portuguese] (1992) 

WareJEJr; Sherbourne CD; M edical OutcomesTrust 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 1, l:8f, Page(s) 1 (datasheet), Vol. 1, l:8g, Page(s) 1-5 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

MOS 36-Item short form health survey [SF-36] (1992) 

WareJEJr; Sherbourne CD; M edical OutcomesTrust 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 1,1:8, Page(s) 1-2 (datasheet), Vol. 1,1:8a, Page(s) 1-5 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

MOS 36-Item short form health survey [SF-36] [German] (1992) 

WareJEJr; Sherbourne CD; M edical OutcomesTrust 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 1,1:8, Page(s) 1-2 (datasheet), Vol. 1,1:8b, Page(s) 1-3 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

MOS 36-Item short form health survey [SF-36] [Spanish] (1992) 

WareJEJr; Sherbourne CD; M edical OutcomesTrust 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 1,1:8, Page(s) 1-2 (datasheet), Vol. 1,1:8c, Page(s) 1-2 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

MOS [IQOLA] 36-Item short form health survey [SF-36] [Swedish] (1992) 

WareJEJr; Sherbourne CD; M edical OutcomesTrust 

IN Salek S. (1998 ). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 1, l:8h, Page(s) 1-2 (datasheet), Vol. 1, l:8i, Page(s) 1-5 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 


TMSS List of Compilations: https://archive.org/details/TM SS Compilations 

The TMSS pages are provided for information purposes only. Helen Hough, CC BY-NC 

To obtain these resources, you may check your library to see if it has the volume or has services to get it for you. 
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Nottingham health profile [NHP] [Dutch] (1993) 

McEwenJ; HuntSM ; Erdman RAM ; etal. 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 1,1:9, Page(s) 1 (datasheet), Vol. 1,1:9a, Page(s) 1-4 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Nottingham health profile [NHP] [Spanish] (1990,1993) 

McEwenJ; HuntSM ; AlonsoJ; AntoJM; Moreno C; et al. 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 1,1:9b, Page(s) 1-2 (datasheet), Vol. 1,1:9c, Page(s) 1-3 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Patient Generated Index [PGI] (1994) 

Ruta DA 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 1,1:10, Page(s) 1 (datasheet), Vol. 1,1:10a, Page(s) 1-3 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

RAND 36-Item Health Survey [RAND 36] (1993) 

Hays RD; Sherbourne CD; M azel RM ; RAND 

IN Salek S. (1998 ). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 1,1:13, Page(s) 1-2 (datasheet), Vol. 1,1:13a, Page(s) 1-3 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

RAND 36-Item Health Survey [RAND 36] [Arabic] (1993) 

Hays RD; Sherbourne CD; M azel RM ; RAND 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 1,1:13, Page(s) 1-2 (datasheet), Vol. 1,1:13b, Page(s) 1-7 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Schedule for the Evaluation of Individual Quality of Life [SEIQoL] (1991) 

McGee HM 

IN Salek S. (1998 ). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 1,1:14, Page(s) 1-2 (datasheet), Vol. 1,1:14a, Page(s) 1-2 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Sickness Impact Profile [SIP] (1976) 

Bergner M; Johns Hopkins University 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 1,1:15, Page(s) 1-2 (datasheet), Vol. 1,1:15a, Page(s) 1-17 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 


TMSS List of Compilations: https://archive.org/details/TM SS Compilations 

The TMSS pages are provided for information purposes only. Helen Hough, CC BY-NC 

To obtain these resources, you may check your library to see if it has the volume or has services to get it for you. 
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Sickness Impact Profile [SIP] [Swedish] (1976) 

Sullivan M; BergnerM; Johns Hopkins University 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 1,1:15b, Page(s) 1-2 (datasheet), Vol. 1,1:15c, Page(s) 1-12 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Spitzer Quality of Life Index (1981) 

Wood-DauphineeS 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 1,1:16, Page(s) 1-2 (datasheet), Vol. 1,1:16a, Page(s) 1-2 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

UK Sickness Impact Profile [UKSIP] (1990) 

Salek MS 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 1,1:17, Page(s) 1-2 (datasheet), Vol. 1,1:17a, Page(s) 1-7 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

WHOQOL-lOO [Argentinean] (1994) 

Bonicatto S; WHO 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 1,1:18b, Page(s) 1 (datasheet), Vol. 1,1:18c, Page(s) 1 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

WHOQOL-lOO (1994) 

WHO 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 1,1:18, Page(s) 1-2 (datasheet), Vol. 1,1:18a, Page(s) 1-4 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Hospital Anxiety and Depression Scale [HADS] (1983,1991) 

LundqvistC; Siosteen A; Blomstrand C; Lind B; Sullivan M; Zigmond A; Snaith RP 
IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 1,2A:3, Page(s) 1-2 (datasheet), Vol. 1,2A:3a, Page(s) 1 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Hospital Anxiety and Depression Scale [HADS] [Swedish] (1983,1991) 

LundqvistC; Siosteen A; Blomstrand C; Lind B; Sullivan M; Zigmond A; Snaith RP 
IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 1,2A:3b, Page(s) 1-2 (datasheet), Vol. 1, 2A:3c, Page(s) 1 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 


TMSS List of Compilations: https://archive.org/details/TM SS Compilations 

The TMSS pages are provided for information purposes only. Helen Hough, CC BY-NC 

To obtain these resources, you may check your library to see if it has the volume or has services to get it for you. 
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Health Assessment Questionnaire [HAQ] (1980) 

FriesJF; Spitz P; Holman HR; Stanford U 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 1,2B:3, Page(s) 1-2 (datasheet), Vol. 1,2B:3a, Page(s) 1-5 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Toronto Functional Capacity Questionnaire (1982) 

Helewa A; Goldsmith CH; Smythe HA 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 1,2B:4, Page(s) 1 (datasheet), Vol. 1,2B:4a, Page(s) 1-12 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Demands of Bone Marrow Transplant Inventory [DBMT] (1989) 

Haberman M; Woods N; Packard N 

IN Salek S. (1998 ). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 2,2C:1, Page(s) 1-2 (datasheet), Vol. 2,2C:la, Page(s) 1-4 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

EORTC Breast Cancer M odule - EORTC QLQ-BR23 (1994) 

Sprangers M AG; EORTC Study Group on Quality of Life 

IN Salek S. (1998 ). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 2,2C:2, Page(s) 1 (datasheet), Vol. 2,2C:2a, Page(s) 1-2 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

EORTC Lung Cancer M odule - EORTC QLQ-LC13 (1994) 

Bergman B; EORTC Study Group on Quality of Life 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 2,2C:3, Page(s) 1 (datasheet), Vol. 2,2C:3a, Page(s) 1 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

EORTC Quality of Life Questionnaire - Core 30 - EORTC QLQ-C30 (version 2.0) (1995) 

Aaronson NK; EORTC Study Group on Quality of Life 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 2,2C:4, Page(s) 1-2 (datasheet), Vol. 2,2C:4a, Page(s) 1-2 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

EORTC Quality of Life Questionnaire - Core 30 - EORTC QLQ-C30 (version 2.0) [Argentinean] 
(1995) 

Aaronson NK; Bonicatto S; EORTC Study Group on Quality of Life 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 2,2C:4, Page(s) 1-2 (datasheet), Vol. 2,2C:4b, Page(s) 1-2 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 


TMSS List of Compilations: https://archive.org/details/TM SS Compilations 

The TMSS pages are provided for information purposes only. Helen Hough, CC BY-NC 

To obtain these resources, you may check your library to see if it has the volume or has services to get it for you. 
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EORTC Quality of Life Questionnaire - Core 30 - EORTC QLQ-C30 (version 2.0) [Portuguese] 
(1995) 

Ferreira P; Aaronson NK; EORTC Study Group on Quality of Life 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 2,2C:4c, Page(s) 1 (datasheet), Vol. 2,2C:4d, Page(s) 1-2 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

EORTC Quality of Life Questionnaire - Core 30 - EORTC QLQ-C30 (version 2.0) [Swedish] (1995) 
Bergman B; Sullivan M; Sorenson S; Aaronson NK; EORTC Study Group on Quality of Life 
IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 2,2C:4e, Page(s) 1-2 (datasheet), Vol. 2, 2C:4f, Page(s) 1-2 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Functional Assessment of Cancer Therapy [FACT G version 3] Quality of Life M easurement 
System (1993) 

Celia DF; et al. 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 2,205, Page(s) 1-2 (datasheet), Vol. 2,2C:5a, Page(s) 1-2 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Late Complications of Bone Marrow Transplantation Module (1989,1994) 

Haberman M; Bush N; etal. 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 2,206, Page(s) 1-2 (datasheet), Vol. 2,2C:6a, Page(s) 1-4 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Quality of Life - Cancer Scale [QOL-CA] (1996) 

Padilla GV; et al. 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 2,207, Page(s) 1-2 (datasheet), Vol. 2,2C:7a, Page(s) 1-4 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Quality of Life Radiation Therapy Instrument [QOL-RTI] (1994) 

Johnson DJ; Casey L; Noriega A 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 2,208, Page(s) 1-2 (datasheet), Vol. 2,2C:8a, Page(s) 1-3 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Scale of Quality of Life for Nasopharyngeal Carcinoma [SQOL-NPC] [Chinese] (1994) 

Chen HN; etal. 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 2,209, Page(s) 1 (datasheet), Vol. 2,2C:9a, Page(s) 1-2 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

TMSS List of Compilations: https://archive.org/details/TM SS Compilations 

The TMSS pages are provided for information purposes only. Helen Hough, CC BY-NC 

To obtain these resources, you may check your library to see if it has the volume or has services to get it for you. 
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Scale of Quality of Life for Nasopharyngeal Carcinoma [SQOL-NPC] (1994) 

Chen HN; etal. 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 2,209, Page(s) 1 (datasheet), Vol. 2,2C:9b, Page(s) 1-3 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Hyper 31 

Arpinelli F 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 2,2D:1, Page(s) 1 (datasheet), Vol. 2,2D:la, Page(s) 1-7 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

M ultidimensional Index of Life Quality [MILQ] (1994) 

Avis NE; et al; New England Research Institutes 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 2,2D:2, Page(s) 1 (datasheet), Vol. 2,2D:2a, Page(s) 1-5 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Subjective Domainsof Quality of Life Measure (1993) 

Bar-On D; AmirM 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 2,2D:3, Page(s) 1 (datasheet), Vol. 2,2D:3a, Page(s) 1-2 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Canadian Neurological Scale (1986) 

Cote R; etal. 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 2,2E:1, Page(s) 1 (datasheet), Vol. 2, 2E:la, Page(s) 1-4 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

National Institute of Health [NIH] Stroke Scale (1989) 

BrottT; et al. 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 2,2E:2, Page(s) 1-2 (datasheet), Vol. 2,2E:2a, Page(s) 1-8 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Varicose Veins Questionnaire (1993) 

Garratt AM; et al. 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 2,2E:3, Page(s) 1 (datasheet), Vol. 2, 2E:3a, Page(s) 1-3 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 


TMSS List of Compilations: https://archive.org/details/TM SS Compilations 

The TMSS pages are provided for information purposes only. Helen Hough, CC BY-NC 

To obtain these resources, you may check your library to see if it has the volume or has services to get it for you. 
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Community Dementia Quality of Life Profile [CDQLP] (1996) 

Salek M S; Schwartzberg AJ; Bayer AJ 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 2,2F:1, Page(s) 1 (datasheet), Vol. 2, 2F:la, Page(s) 1-6 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Geriatric M ental State History and Aetiology Schedule [GM S-HAS-AGECAT] (1986) 

Copeland JRM; Dewey M E; Griffiths-Jones HM 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 2,2F:2, Page(s) 1-2 (datasheet), Vol. 2, 2F:2a, Page(s) 1-10 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Diabetes Health Profile [DHP] (1996) 

Meadows K; etal. 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 2,2G:1, Page(s) 1 (datasheet), Vol. 2,2G:la, Page(s) 1-4 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Dyspepsia Questionnaire Data sheet & Instrument (1996) 

Garratt AM; et al. 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 2,2H:1, Page(s) 1 (datasheet), Vol. 2,2H:la, Page(s) 1-3 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Inflammatory Bowel Disease Questionnaire [Guyatt] [IBDQ] (1988) 

Mitchell A; etal. 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 2,2H:2, Page(s) 1 (datasheet), Vol. 2,2H:2a, Page(s) 1-10 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

QPD-32 (1995) 

Glaxo SpA; De Carli G; et al. 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 2,2H:3, Page(s) 1-2 (datasheet), Vol. 2,2H:3a, Page(s) 1-6 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Bristol-Myers Anorexia/Cachexia Recovery Instrument [BACRI] (1995) 

Celia DF; et al. 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 2,21:1, Page(s) 1 (datasheet), Vol. 2, 21:1a, Page(s) 1-2 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 


TMSS List of Compilations: https://archive.org/details/TM SS Compilations 

The TMSS pages are provided for information purposes only. Helen Hough, CC BY-NC 

To obtain these resources, you may check your library to see if it has the volume or has services to get it for you. 
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HIV Parse Instrument (1989,1992) 

RAND; Bozzette SA; et al. 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 2,21:2, Page(s) 1-2 (datasheet), Vol. 2, 21:2a, Page(s) 1-15 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

HIV Overview of Problem Situations [HOPES] (1992) 

Schag CAC; Ganz PA; Kahn B; Petersen L 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 2,21:3, Page(s) 1 (datasheet), Vol. 2, 21:3a, Page(s) 1-12 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

HIV Quality Audit M arker [HIV-QAM ] (1993) 

Flolzemer WL; et al. 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 2,21:4, Page(s) 1-2 (datasheet), Vol. 2, 21:4a, Page(s) 1 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

M ultidimensional Quality of Life Questionnaire for Persons with HIV/ AIDS [M QOL-HIV] (1994) 
Smith KW; Avis NE; M ayer KH; Swislow L; New England Research Institutes 
IN Salek S. (1998 ). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 2,21:5, Page(s) 1 (datasheet), Vol. 2, 21:5a, Page(s) 1-5 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Brief Pain Inventory [BPI] (1990) 

Cleeland CS 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 2,2J :1, Page(s) 1 (datasheet), Vol. 2, 2J :1a, Page(s) 1-5 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Brief Pain Inventory [BPI] [Italian] (1990) 

Cleeland CS; M archettini P 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 2,2J :1, Page(s) 1 (datasheet), Vol. 2, 2J :1b, Page(s) 1-4 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Brief Pain Inventory (Short Form) [BPI-SF] (1990) 

Cleeland CS 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 2,2J :1, Page(s) 1 (datasheet), Vol. 2, 2J :1c, Page(s) 1-2 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 


TMSS List of Compilations: https://archive.org/details/TM SS Compilations 

The TMSS pages are provided for information purposes only. Helen Hough, CC BY-NC 

To obtain these resources, you may check your library to see if it has the volume or has services to get it for you. 
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Brief Pain Inventory (Short Form) [BPI-SF] [Chinese] (1990) 

Cleeland CS 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 2,2J:1, Page(s) 1 (datasheet), Vol. 2, 2J :ld, Page(s) 1-2 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Brief Pain Inventory (Short Form) [BPI-SF] [Filipino] (1990) 

Cleeland CS 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 2,2J :1, Page(s) 1 (datasheet), Vol. 2, 2J :le, Page(s) 1-3 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Brief Pain Inventory (Short Form) [BPI-SF] [French] (1990) 

Cleeland CS 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 2,2J :1, Page(s) 1 (datasheet), Vol. 2, 2J :lf, Page(s) 1-3 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Brief Pain Inventory (Short Form) [BPI-SF] [Hindi] (1990) 

Cleeland CS 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 2,2J :1, Page(s) 1 (datasheet), Vol. 2, 2J :lg, Page(s) 1-4 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Brief Pain Inventory (Short Form) [BPI-SF] [Spanish] (1990) 

Cleeland CS 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 2,2J :1, Page(s) 1 (datasheet), Vol. 2, 2J :lh, Page(s) 1-3 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Hospice Quality of Life Index (revised) (1994) 

McM illan SC; Mahon M 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 2,2J :2, Page(s) 1-2 (datasheet), Vol. 2, 2J :2a, Page(s) 1-3 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

McGill Pain Questionnaire [M PQ]: List of Pain questionnaires in different languages based on 
the McGill pain questionnaire (1975,1987) 

MelzackR 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 2,2J :3, Page(s) 1-2 (datasheet), Vol. 2, 2J :3a, Page(s) 1 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 


TMSS List of Compilations: https://archive.org/details/TM SS Compilations 

The TMSS pages are provided for information purposes only. Helen Hough, CC BY-NC 

To obtain these resources, you may check your library to see if it has the volume or has services to get it for you. 
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M cGill-M elzack Pain Questionnaire (1975,1987) 

M elzack R 

IN Salek S. (1998 ). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 2,2J :3, Page(s) 1 (datasheet), Vol. 2, 2J :3b, Page(s) 1-2 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

McGill Pain Questionnaire Short-form [SF-M PQ] (1975,1987) 

M elzack R 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 2,2J :3, Page(s) 1-2 (datasheet), Vol. 2, 2J :3c, Page(s) 1 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

McGill Pain Questionnaire Short-form [SF-MPQ] [French] (1975,1987) 

M elzack R 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 2,2J :3, Page(s) 1-2 (datasheet), Vol. 2, 2J :3d, Page(s) 1 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

8 Item Parkinson's Disease Questionnaire [PDQ-8] (1997) 

Health Services Research Unit; University of Oxford; Jenkinson C; etal. 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 2,2K:1, Page(s) 1 (datasheet), Vol. 2,2K:la, Page(s) 1 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

39 Item Parkinson's Disease Questionnaire [PDQ-39] (1995) 

Health Services Research Unit; University of Oxford; Jenkinson C; etal. 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 2,2K:2, Page(s) 1 (datasheet), Vol. 2,2K:2a, Page(s) 1-4 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Adverse Drugs Events Profile (1995) 

Baker GA; et al. 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 2,2K:3, Page(s) 1 (datasheet), Vol. 2,2K:3a, Page(s) 1 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Epilepsy Surgery Inventory [ESI-55] (1990,1993) 

RAND; Vickrey BG 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 2,2K:4, Page(s) 1-2 (datasheet), Vol. 2,2K:4a, Page(s) 1-8 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 


TMSS List of Compilations: https://archive.org/details/TM SS Compilations 

The TMSS pages are provided for information purposes only. Helen Hough, CC BY-NC 

To obtain these resources, you may check your library to see if it has the volume or has services to get it for you. 
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Impact of Epilepsy Scale (1993) 

Jacoby A; etal. 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 2,2K:5, Page(s) 1 (datasheet), Vol. 2,2K:5a, Page(s) 1 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Life Fulfillment Scale (1994) 

Baker GA; et al. 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 2, 2K:7, Page(s) 1 (datasheet), Vol. 2, 2K:7a, Page(s) 1-2 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

M ultiple Sclerosis Quality of Life - 54 Instrument [M SQOL-54] (1995) 

Vickrey BG; etal. 

IN Salek S. (1998 ). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 2,2K:8, Page(s) 1-2 (datasheet), Vol. 2,2K:8a, Page(s) 1-10 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

M ultiple Sclerosis Self-Efficacy Scale [M SSE] (1996) 

Frontier Science and Technology Research Foundation Inc.; Schwartz CE; et al. 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 2,2K:9, Page(s) 1 (datasheet), Vol. 2, 2K:9a, Page(s) 1-2 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Selby Version of LASA (1984) 

Selby P; etal. 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 2,2C:10, Page(s) 1 (datasheet), Vol. 2, 2C:10a, Page(s) 1-9 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Performance Scales (multiple sclerosis) (1996) 

Frontier Science and Technology Research Foundation Inc.; Schwartz CE; et al. 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 2,2K:10, Page(s) 1 (datasheet), Vol. 2, 2K:10a, Page(s) 1-10 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Quality of Life in Epilepsy -10 Item Questionnaire [QOLIE-IO] (1993,1996) 

Professional Postgraduate Services; CramerJ A; et al 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 2,2K:11, Page(s) 1 (datasheet), Vol. 2, 2K:lla, Page(s) 1-2 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 


TMSS List of Compilations: https://archive.org/details/TM SS Compilations 

The TMSS pages are provided for information purposes only. Helen Hough, CC BY-NC 

To obtain these resources, you may check your library to see if it has the volume or has services to get it for you. 
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Quality of Life in Epilepsy - 31 Item Questionnaire [QOLIE-31] (1993) 

RAND; CramerJA; et al. 

IN Salek S. (1998 ). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 2,2K:12, Page(s) 1 (datasheet), Vol. 2, 2K:12a, Page(s) 1-7 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Quality of Life in Epilepsy - 89 Item Questionnaire [QOLIE-89] (1993) 

RAND; Devinsky 0; etal. 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 2,2K:13, Page(s) 1 (datasheet), Vol. 2, 2K:13a, Page(s) 1-15 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Seizure Severity Scale (Liverpool Quality of Life Questionnaire) (1991) 

Baker GA; et al. 

IN Salek S. (1998 ). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 2,2K:14, Page(s) 1 (datasheet), Vol. 2, 2K:14a, Page(s) 1-12 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Stigma of Epilepsy Scale (1994) 

Jacoby A 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 2,2K:15, Page(s) 1 (datasheet), Vol. 2, 2K:15a, Page(s) 1 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Symptom Inventory (1996) 

Schwartz CE; et al. 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 2,2K:16, Page(s) 1 (datasheet), Vol. 2, 2K:16a, Page(s) 1-6 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Bangor Quality of Life Schedule (1993) 

Barry M M; Crosby C; Bogg J 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 3,2L:2, Page(s) 1-2 (datasheet), Vol. 3, 2L:2a, Page(s) 1-14 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Experience Sampling M ethod [ESM ]: Example of ESM beep level form used in QoL studies: 
Dutch & English translation (1992) 

DeVries MW; Nicholson NA; Barge-Schaapveld D; Nicholson NA; IPSER/University of 
M aastricht 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 3,2L:6, Page(s) 1-2 (datasheet), Vol. 3, 2L:6a, Page(s) 1-2 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

TMSS List of Compilations: https://archive.org/details/TM SS Compilations 

The TMSS pages are provided for information purposes only. Helen Hough, CC BY-NC 

To obtain these resources, you may check your library to see if it has the volume or has services to get it for you. 
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General Well-Being Schedule (Psychological) [GWB] (1977) 

Fazio AF 

IN Salek S. (1998 ). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 3, 2L:8, Page(s) 1-2 (datasheet), Vol. 3, 2L:8a, Page(s) 1-4 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

General Satisfaction Questionnaire [GSQ-20.2] (1988) 

Huxley PJ; M ohamad H; M ental Health social Work Research Unit M anchester University 
IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 3,2L:9, Page(s) 1 (datasheet), Vol. 3, 2L:9a, Page(s) 1-5 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

GHAA's Consumer Satisfaction Survey (1988,1991) 

WareJEJr; Davies AR; HaysRD 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 3,2L:10, Page(s) 1 (datasheet), Vol. 3,2L:10a, Page(s) 1-11 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Health of the Nation Outcome Scales [HoNOS] (1996) 

WingJK; Curtis RH; Beevor AS; Crown 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 3,2L:11, Page(s) 1-2 (datasheet), Vol. 3, 2L:lla, Page(s) 1-5 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Illness Behaviour Questionnaire [IBQ] (1967,1976) 

Pilowsky I; Spence ND 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 3,2L: 12, Page(s) 1-2 (datasheet), Vol. 3, 2L:12a, Page(s) 1-2 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Illness Behaviour Questionnaire, form B, non-clinical [IBQ] (1967,1976) 

Pilowsky I; Spence ND 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 3,2L:12, Page(s) 1-2 (datasheet), Vol. 3, 2L:12b, Page(s) 1-2 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Illness Behaviour Questionnaire [IBQ] [Dutch]: Data sheet & Instrument (1967,1976) 

Pilowsky I; Spence ND 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 3,2L:12, Page(s) 1-2 (datasheet), Vol. 3, 2L:12c, Page(s) 1-2 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

TMSS List of Compilations: https://archive.org/details/TM SS Compilations 

The TMSS pages are provided for information purposes only. Helen Hough, CC BY-NC 

To obtain these resources, you may check your library to see if it has the volume or has services to get it for you. 





Tests and M easures in the Social Sciences TMSS Tests Available in Compilation Volumes 
Full Instruments Available in: Salek 1998 _20 

Illness Behaviour Questionnaire [IBQ] [Finnish] (1967,1976) 

Pilowsky I; Spence ND 

IN Salek S. (1998 ). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 3,2L:12, Page(s) 1-2 (datasheet), Vol. 3, 2L:12d, Page(s) 1-2 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Illness Behaviour Questionnaire [IBQ] [French] (1967,1976) 

Pilowsky I; Spence ND 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 3,2L:12, Page(s) 1-2 (datasheet), Vol. 3, 2L:12e, Page(s) 1-2 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Illness Behaviour Questionnaire [IBQ] [German] (1967,1976) 

Pilowsky I; Spence ND 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 3,2L: 12, Page(s) 1-2 (datasheet), Vol. 3, 2L:12f, Page(s) 1-2 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Illness Behaviour Questionnaire [IBQ] [Hindi] (1967,1976) 

Pilowsky I; Spence ND 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 3,2L:12, Page(s) 1-2 (datasheet), Vol. 3, 2L:12g, Page(s) 1-4 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Illness Behaviour Questionnaire [IBQ] [Italian] (1967,1976) 

Pilowsky I; Spence ND 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 3,2L:12, Page(s) 1-2 (datasheet), Vol. 3, 2L:12h, Page(s) 1-2 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Illness Behaviour Questionnaire [IBQ] [Japanese] (1967,1976) 

Pilowsky I; Spence ND 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 3,2L:12, Page(s) 1-2 (datasheet), Vol. 3, 2L:12i, Page(s) 1-2 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Illness Behaviour Questionnaire [IBQ] [Norwegian] (1967,1976) 

Pilowsky I; Spence ND 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 3,2L:12, Page(s) 1-2 (datasheet), Vol. 3, 2L:12j, Page(s) 1-2 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 


TMSS List of Compilations: https://archive.org/details/TM SS Compilations 

The TMSS pages are provided for information purposes only. Helen Hough, CC BY-NC 

To obtain these resources, you may check your library to see if it has the volume or has services to get it for you. 
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Illness Behaviour Questionnaire [IBQ] [Polish] (1967,1976) 

Pilowsky I; Spence ND 

IN Salek S. (1998 ). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 3,2L:12, Page(s) 1-2 (datasheet), Vol. 3, 2L:12k, Page(s) 1-2 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Illness Behaviour Questionnaire [IBQ] [Spanish] (1967,1976) 

Pilowsky I; Spence ND; Zamorano M AM 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 3,2L:12, Page(s) 1-2 (datasheet), Vol. 3, 2L:12I, Page(s) 1-2 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Illness Behaviour Questionnaire [IBQ] [Swedish] (1967,1976) 

Pilowsky I; Spence ND 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 3,2L: 12, Page(s) 1-2 (datasheet), Vol. 3, 2L:12m, Page(s) 1 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Illness Behaviour Questionnaire [IBQ] [Yugoslavian: Serbo-Croatian] (1967,1976) 

Pilowsky I; Spence ND 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 3,2L:12, Page(s) 1-2 (datasheet), Vol. 3, 2L:12n, Page(s) 1-2 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Interview Schedule for Social Interaction [ISSI] (1980,1981) 

Henderson AS; et al. 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 3,2L:13, Page(s) 1 (datasheet), Vol. 3,2L:13a, Page(s) 1-15 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Lancashire Quality of Life Profile [LQOLP] [German] (1983,1996) 

Lehman AF; Oliver JPJ; Priebe S; GruytersT; Heinze M; Hoffmann C; et al. 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 3,2L:14d, Page(s) 1 (datasheet), Vol. 3,2L:14e, Page(s) 1-7 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Lancashire Quality of Life Profile [LQOLP] (1983,1996) 

Lehman AF; Oliver J PJ; et al. 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 3,2L:14, Page(s) 1-2 (datasheet), Vol. 3, 2L:14a, Page(s) 1-8 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 


TMSS List of Compilations: https://archive.org/details/TM SS Compilations 

The TMSS pages are provided for information purposes only. Helen Hough, CC BY-NC 

To obtain these resources, you may check your library to see if it has the volume or has services to get it for you. 
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Lancashire Quality of Life Profile [LQOLP] [Spanish] (1983,1996) 

Lehman AF; Oliver JPJ; et al. 

IN Salek S. (1998 ). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 3,2L:14, Page(s) 1-2 (datasheet), Vol. 3, 2L:14b, Page(s) 1-10 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Lancashire Quality of Life Profile [LQOLP] [Swedish] (1983,1996) 

Lehman AF; Oliver J PJ; Hansson L; et al. 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 3,2L:14, Page(s) 1-2 (datasheet), Vol. 3, 2L:14c, Page(s) 1-8 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Lehman Quality of Life Interview [QOLI] (1982) 

Lehman AF; Ward N; Linn L 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 3,2L:15, Page(s) 1-2 (datasheet), Vol. 3, 2L:15a, Page(s) 1-26 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

MRC [Medical Research Council] Needs for Care Assessment (1989) 

Brewin CR; M edical Research Council; et al 

IN Salek S. (1998 ). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 3,2L:16, Page(s) 1 (datasheet), Vol. 3,2L:16a, Page(s) 1-2 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Patient Attitude Questionnaire [PAQ] (1993) 

Thornicroft G; et al. 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 3, 2L:17, Page(s) 1-2 (datasheet), Vol. 3, 2L:17a, Page(s) 1-5 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Patient Attitude Questionnaire [PAQ] - Community Version (1993) 

Thornicroft G; et al. 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 3,2L:18, Page(s) 1-2 (datasheet), Vol. 3, 2L:18a, Page(s) 1-6 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Quality of Life Questionnaire [QLQ] Respondent Self-Report version (1982) 

Bigelow DA; et al. 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 3,2L:21, Page(s) 1 (datasheet), Vol. 3,2L:21a, Page(s) 1-17 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 


TMSS List of Compilations: https://archive.org/details/TM SS Compilations 

The TMSS pages are provided for information purposes only. Helen Hough, CC BY-NC 

To obtain these resources, you may check your library to see if it has the volume or has services to get it for you. 
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Quality of Life Schedule [QoL] [Greek] (1997) 

Zissi A; Barry M M 

IN Salek S. (1998 ). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 3, 2L:22, Page(s) 1-2 (datasheet), Vol. 3, 2L:22a, Page(s) 1-22 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Social Behaviour Schedule [SBS] (1986) 

WykesT; Sturt E 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 3, 2L:24, Page(s) 1-2 (datasheet), Vol. 3, 2L:24a, Page(s) 1-7 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Social Functioning Schedule - Short Version (1979) 

Remington M ; Tyrer P 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 3, 2L:25, Page(s) 1-2 (datasheet), Vol. 3, 2L:25a, Page(s) 1-7 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Social Network Schedule (1990) 

Dunn M ; Trieman N; LeffJ; TAPS Research Unit; et al. 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 3,2L:26, Page(s) 1-2 (datasheet), Vol. 3, 2L:26a, Page(s) 1-6 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Social Role Performance Schedule [SRPS] (1987) 

Sturt E; WykesT 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 3, 2L:27, Page(s) 1-2 (datasheet), Vol. 3, 2L:27a, Page(s) 1-8 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Social Support Survey - M edical Outcomes Study [M OS] (1991) 

Sherbourne CD; Stewart AL; M edical Outcomes Study 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 3, 2L:28, Page(s) 1-2 (datasheet), Vol. 3, 2L:28a, Page(s) 1 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Social Support Survey - M edical Outcomes Study [M OS] [French] (1991) 

Sherbourne CD; Stewart AL; M edical Outcomes Study 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 3,2L:28, Page(s) 1-2 (datasheet), Vol. 3, 2L:28b, Page(s) 1 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 


TMSS List of Compilations: https://archive.org/details/TM SS Compilations 

The TMSS pages are provided for information purposes only. Helen Hough, CC BY-NC 

To obtain these resources, you may check your library to see if it has the volume or has services to get it for you. 
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Social Support Survey - M edical Outcomes Study [M OS] [Spanish] (1991) 

Sherbourne CD; Stewart AL; M edical Outcomes Study 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 3,2L:28, Page(s) 1-2 (datasheet), Vol. 3, 2L:28c, Page(s) 1 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Subjective Quality of Life Profile Questionnaire [SQLP] (1992) 

Gerin P; Dazord A; etal. 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 3, 2L:29, Page(s) 1-2 (datasheet), Vol. 3, 2L:29a, Page(s) 1-16 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Symptom Checklist 90-Revised [SCL90 R] [Argentinean] (1993) 

Derogatis L; Bonicatto S 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 3,2L:30b, Page(s) 1 (datasheet), Vol. 3,2L:30c, Page(s) 1-2 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Vineland Adaptive Behaviour Scales (1985) 

American Guidance Service 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 3,2L:31, Page(s) 1-2 (datasheet), Vol. 3, 2L:31a, Page(s) 1-4 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Wisconsin Quality of Life Index [W QU] (1993) 

Becker M; Diamond R; Sainfort F 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 3,2L:32, Page(s) 1-2 (datasheet), Vol. 3, 2L:32a, Page(s) 1-8 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Wisconsin Quality of Life Client Questionnaire [W QU] (1993); (1995) 

Becker M; Diamond R; Sainfort F; Wisconsin Quality of Life Associates 

IN Salek S. (1998 ). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 3, 2L:32, Page(s) 1-2 (datasheet), Vol. 3, 2L:32b, Page(s) 1-9 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Wisconsin Quality of Life Provider Questionnaire [W QU] (1993,1995) 

Becker M; Diamond R; Sainfort F; Wisconsin Quality of Life Associates 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 3,2L:32, Page(s) 1-2 (datasheet), Vol. 3, 2L:32c, Page(s) 1-6 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 


TMSS List of Compilations: https://archive.org/details/TM SS Compilations 

The TMSS pages are provided for information purposes only. Helen Hough, CC BY-NC 

To obtain these resources, you may check your library to see if it has the volume or has services to get it for you. 
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Wykes Need Assessment Questionnaire (1985) 

WykesT; Sturt E; CreerC 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 3, 2L:33, Page(s) 1 (datasheet), Vol. 3, 2L:33a, Page(s) 1-3 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Functional Independence Measure [FIM] (1986) 

GrangerCV; Hamilton BB; Uniform Data system for Medical Rehabilitation; et al. 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 4,2M :1, Page(s) 1-2 (datasheet), Vol. 4,2M :1a, Page(s) 1-3 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Modified Barthel Index or Barthel Index (Expanded) (1965,1992) 

Shah S; Cooper B; M ass F 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 4, 2M :2, Page(s) 1-2 (datasheet), Vol. 4, 2M :2a, Page(s) 1-7 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Modified Barthel Index or Barthel Index (Expanded) Guidelines [Italian] (1965,1992) 

Shah S; Cooper B; M ass F; Colombo M 

IN Salek S. (1998 ). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 4, 2M :2, Page(s) 1-2 (datasheet), Vol. 4, 2M :2b, Page(s) 1-7 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Patient Evaluation and Conference System [PECS] (1981) 

Harvey RF; Jellinek HM 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 4, 2M :3, Page(s) 1 (datasheet), Vol. 4, 2M :3a, Page(s) 1-8 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Rehabilitation Evaluation Hall and Baker [REHAB] (1983) 

Baker R; Hall JN 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 4, 2M :4, Page(s) 1-2 (datasheet), Vol. 4, 2M :4a, Page(s) 1-6 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Kidney Disease Quality of Life Instrument Short Form [KDQOL SF] (1993,1997) 

HaysRD; RAND; University of Arizona; etal 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 4,2N:1, Page(s) 1-2 (datasheet), Vol. 4,2N:la, Page(s) 1-12 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 


TMSS List of Compilations: https://archive.org/details/TM SS Compilations 

The TMSS pages are provided for information purposes only. Helen Hough, CC BY-NC 
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Tests and M easures in the Social Sciences TMSS Tests Available in Compilation Volumes 
Full Instruments Available in: Salek 1998 _26 

Kidney Disease Quality of Life Instrument Short Form [KDQOLSF] [French] (1993,1997) 

Hays RD; RAND; University of Arizona; New England M edical Center; et al. 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 4,2N:1, Page(s) 1-2 (datasheet), Vol. 4,2N:1b, Page(s) 1-6 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Kidney Disease Quality of Life Instrument Short Form [KDQOL SF] [Italian] (1993,1997) 

Hays RD; RAND; University of Arizona; New England M edical Center; et al. 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 4,2N:1, Page(s) 1-2 (datasheet), Vol. 4,2N:lc, Page(s) 1-6 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Kidney Disease Quality of Life Instrument Short Form [KDQOL SF] [J apanese] (1993,1997) 

Hays RD; RAND; University of Arizona; New England M edical Center; et al. 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 4,2N:1, Page(s) 1-2 (datasheet), Vol. 4,2N:ld, Page(s) 1-15 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Kidney Disease Quality of Life Instrument Short Form [KDQOL SF] [Spanish] (1993,1997) 

Hays RD; RAND; University of Arizona; New England M edical Center; et al. 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 4,2N:1, Page(s) 1-2 (datasheet), Vol. 4,2N:le, Page(s) 1-6 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Renal Quality of Life Profile [RQLP] (1996) 

Salek MS 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 4, 2N:2, Page(s) 1-2 (datasheet), Vol. 4,2N:2a, Page(s) 1-4 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Attitudes and Beliefs about Asthma Questionnaire (1996) 

Sibbald B; Collier J; D'Souza M 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 4,20:1, Page(s) 1 (datasheet), Vol. 4,20:1a, Page(s) 1-2 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Asthma Bother Profile (1995) 

Hyland ME;JacobsP; BarnesG; etal. 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 4,20:2, Page(s) 1 (datasheet), Vol. 4,20:2a, Page(s) 1-9 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 
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Asthma Bother Profile [Japanese] (1995) 

Hyland ME;JacobsP; BarnesG; Nishimura K; etal. 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 4,20:2b, Page(s) 1 (datasheet), Vol. 4, 20:2c, Page(s) 1-9 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Baseline and Transition Dyspnea Indexes [BDI/TDI] (1984) 

Mahler DA; etal. 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 4,20:3, Page(s) 1-2 (datasheet), Vol. 4,20:3a, Page(s) 1-5 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Baseline and Transition Dyspnea Indexes [BDI/TDI] [Japanese] (1984) 

Mahler DA; etal. 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 4,20:3b, Page(s) 1 (datasheet), Vol. 4, 20:3c, Page(s) 1-7 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Breathing Problems Questionnaire (1994) 

Hyland M E; BottJ; et al. 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 4,20:4, Page(s) 1 (datasheet), Vol. 4,20:4a, Page(s) 1-10 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Breathing Problems Questionnaire [Japanese] (1994) 

Hyland M E; BottJ; et al. 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 4,20:4b, Page(s) 1 (datasheet), Vol. 4, 20:4c, Page(s) 1-8 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Chronic Respiratory Questionnaire [CRQ] Interviewer form, 1st administration (1987) 

Guyatt HG; etal. 

IN Salek S. (1998 ). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 4, 20:5, Page(s) 1-2 (datasheet), Vol. 4,20:5a, Page(s) 1-7 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Chronic Respiratory Questionnaire [CRQ] Response form (1987) 

Guyatt HG; etal. 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 4,20:5, Page(s) 1-2 (datasheet), Vol. 4,20:5b, Page(s) 1-2 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 


TMSS List of Compilations: https://archive.org/details/TM SS Compilations 

The TMSS pages are provided for information purposes only. Helen Hough, CC BY-NC 
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Chronic Respiratory Questionnaire [CRQ] Interviewer form, Follow up (1987) 

Guyatt HG; etal. 

IN Salek S. (1998 ). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 4,20:5, Page(s) 1-2 (datasheet), Vol. 4,20:5c, Page(s) 1-3 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Chronic Respiratory Questionnaire [CRQ] [J apanese] (1987) 

Guyatt HG; Nishimura K; et al. 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 4,20:5d, Page(s) 1 (datasheet), Vol. 4, 20:5e, Page(s) 1-8 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Living with Asthma Questionnaire [Japanese] (1991) 

Hyland M E 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 4,20:6, Page(s) 1-2 (datasheet), Vol. 4,20:6a, Page(s) 1-13 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Living with Asthma Questionnaire (1991) 

Hyland M E 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 4,20:6, Page(s) 1-2 (datasheet), Vol. 4,20:6b, Page(s) 1-7 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

St. George's Respiratory Disease Questionnaire [SGRQ] (1992) 

Jones PW; et al. 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 4, 20:7, Page(s) 1-2 (datasheet), Vol. 4,20:7a, Page(s) 1-4 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

St. George's Respiratory Disease Questionnaire [SGRQ] [Japanese] (1992) 

Jones PW; Nishimura K; et al. 

IN Salek S. (1998 ). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 4,20:7b, Page(s) 1 (datasheet), Vol. 4, 20:7c, Page(s) 1-8 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

St. George's Respiratory Disease Questionnaire [SGRQ] [Swedish] (1992,1998) 

Jones PW; Engstrom CP; Persson LO; Larsson S; Sullivan M; et al. 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 4,20:7d, Page(s) 1 (datasheet), Vol. 4, 20:7e, Page(s) 1-5 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 


TMSS List of Compilations: https://archive.org/details/TM SS Compilations 

The TMSS pages are provided for information purposes only. Helen Hough, CC BY-NC 
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Caregiver Quality of Life Index (1996) 

McM illan SC 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 5,3A:1, Page(s) 1-2 (datasheet), Vol. 5,3A:la, Page(s) 1 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Center for Epidemiologic Studies Depression Scale for Children [CES-DC] (1990) 

Fendrich M; Weissman M M; Warner V 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 5,3B:1, Page(s) 1-2 (datasheet), Vol. 5,3B:la, Page(s) 1-2 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Functional Activities of Questionnaire [FAQ] (1982) 

Pfeffer Rl; et al. 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 5,301, Page(s) 1-2 (datasheet), Vol. 5,3C:la, Page(s) 1-12 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Child Health Questionnaire Parent Forms [CHQ PF50] (1996) 

Landgraf J M ; Abetz L; W are J E 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 5,3B:2, Page(s) 1-2 (datasheet), Vol. 5,3B:2a, Page(s) 1-2 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Dartmouth COOP Charts for Children [Portuguese] (1992) 

Ferreira PL; Trustees of Dartmouth College 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 5,3B:3, Page(s) 1-2 (datasheet), Vol. 5,3B:3a, Page(s) 1-3 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

London Handicap Scale Questionnaire and Scale Weights [LHS] (1994) 

Harwood RH; et al. 

IN Salek S. (1998 ). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 5,303, Page(s) 1-2 (datasheet), Vol. 5,3C:3a, Page(s) 1-5 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Dartmouth COOP Charts for Adolescents [Portuguese] (1990) 

Ferreira PL; Trustees of Dartmouth College 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 5, 3B:4, Page(s) 1 (datasheet), Vol. 5, 3B:4a, Page(s) 1-4 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 


TMSS List of Compilations: https://archive.org/details/TM SS Compilations 

The TMSS pages are provided for information purposes only. Helen Hough, CC BY-NC 

To obtain these resources, you may check your library to see if it has the volume or has services to get it for you. 
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Functional Independence Measure for Children [WeeFIM] (1993) 

Braun SL; Granger CV; Uniform Data system for M edical Rehabilitation 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 5, 3B:5, Page(s) 1-2 (datasheet), Vol. 5, 3B:5a, Page(s) 1 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

KINDL Quality of Life Questionnaire for Children [German] (1994,1998) 

Bullinger M; von M ackensen S; Kirchberer I; Ravens-Sieberer U 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 5,3B:6, Page(s) 1-2 (datasheet), Vol. 5,3B:6a, Page(s) 1-4 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

KINDL Quality of Life Questionnaire for Children (1994,1998) 

Bullinger M; von M ackensen S; Kirchberer I; Ravens-Sieberer U 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 5,3B:6, Page(s) 1-2 (datasheet), Vol. 5,3B:6b, Page(s) 1-4 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

TNO AZL Children's Quality of Life [TACQOL] Child Form [Dutch] (1996) 

VogelsT; Verrips GH 

IN Salek S. (1998 ). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 5, 3B:7, Page(s) 1 (datasheet), Vol. 5, 3B:7a, Page(s) 1-7 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

TNO AZL Children's Quality of Life [TACQOL] Parent Form (1996) 

Vogels T; Verrips GH 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 5, 3B:7, Page(s) 1 (datasheet), Vol. 5, 3B:7c, Page(s) 1-7 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

TNO AZL Children's Quality of Life [TACQOL] Parent Form [Dutch] (1996) 

Vogels T; Verrips GH 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 5, 3B:7a, Page(s) 1-7 (datasheet), Vol. 5, 3B:7b, Page(s) 1-7 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

LEIPAD Questionnaire (1991) 

De Leo D; etal. 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 5,3C:2, Page(s) 1-2 (datasheet), Vol. 5,3C:2a, Page(s) 1-5 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 


TMSS List of Compilations: https://archive.org/details/TM SS Compilations 
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M oss Kitchen Assessment Revised (1995) 

Harridge C; Shah S 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 5,304, Page(s) 1-2 (datasheet), Vol. 5,3C:4a, Page(s) 1-4 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Older Americans' Resources and Services [OARS] Multidimensional Functional Assessment 
[M FAQ] selected items (1981) 

Fillenbaum GG; Smyer M 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 5,3C:5, Page(s) 1-2 (datasheet), Vol. 5,3C:5a, Page(s) 1-14 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Older Americans' Resources and Services [OARS] Multidimensional Functional Assessment 
[M FAQ] [Brazilian] selected items [BOM FAQ] (1981,1987) 

Fillenbaum GG; Smyer M; Ramos LR 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 5,3C:5b, Page(s) 1-2 (datasheet), Vol. 5, 3C:5c, Page(s) 1-5 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Older Americans' Resources and Services [OARS] Multidimensional Functional Assessment 
[M FAQ] selected items [Italian] (1981,1989) 

Fillenbaum GG; Smyer M; Palombi L; et al 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 5,3C:5d, Page(s) 1-2 (datasheet), Vol. 5, 3C:5e, Page(s) 1-16 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Older Americans' Resources and Services [OARS] Multidimensional Functional Assessment 
[M FAQ] [Greek] (1981,1996) 

Fillenbaum GG; Smyer M; Prouskas CP 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 5,3C:5f, Page(s) 1-2 (datasheet), Vol. 5,3C:5g, Page(s) 1-14 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 

Dartmouth COOP Charts for Pregnant Women [Portuguese] (1994) 

Ferreira P; Rosete M; Facultdade de Economia da Universidade de Coimbra 
IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 5,3D:1, Page(s) 1 (datasheet), Vol. 5,3D:la, Page(s) 1-6 (instrument) 

Find this book set in a library near you : www.worldcat.org/oclc/38386689 


TMSS List of Compilations: https://archive.org/details/TM SS Compilations 

The TMSS pages are provided for information purposes only. Helen Hough, CC BY-NC 

To obtain these resources, you may check your library to see if it has the volume or has services to get it for you. 
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Menorrhagia Severity Scale (1995) 

Ruta DA; et al. 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 5,3D:2, Page(s) 1 (datasheet), Vol. 5,3D:2a, Page(s) 1-2 (instrument) 

Find this bookset in a library nearyou : www.worldcat.org/oclc/38386689 

Sexual Activity Questionnaire [SAQ] (1996) 

Thirlaway K; Fallowfield L; CuzickJ 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 5,3D:3, Page(s) 1-2 (datasheet), Vol. 5,3D:3a, Page(s) 1-2 (instrument) 

Find this bookset in a library nearyou : www.worldcat.org/oclc/38386689 

Women's Health Questionnaire [WHQ] (1992) 

Hunter M 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 5,3D:4, Page(s) 1-2 (datasheet), Vol. 5,3D:4a, Page(s) 1-3 (instrument) 

Find this bookset in a library nearyou : www.worldcat.org/oclc/38386689 

EuroQol-5D Health Questionnaire [EQ 5D] short form (1990) 

EuroQol Group 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 5,4:1, Page(s) 1-2 (datasheet), Vol. 5,4:1a, Page(s) 1-4 (instrument) 

Find this bookset in a library nearyou : www.worldcat.org/oclc/38386689 

EuroQol-5D Health Questionnaire [EQ 5D] (1990) 

EuroQol Group 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 5,4:1, Page(s) 1-2 (datasheet), Vol. 5,4:1b, Page(s) 1-9 (instrument) 

Find this bookset in a library nearyou : www.worldcat.org/oclc/38386689 

Quality of Well-being Scale [QWB] (1973,1976) 

Patrick DL; Bush J W; Chen M M; Kaplan RM; Berry CC; UCSD 

IN Salek S. (1998). Compendium of Quality of Life Instruments. New York, NY: Wiley. 

Vol. 5,4:2, Page(s) 1-2 (datasheet), Vol. 5,4:2a, Page(s) 1-8 (instrument) 

Find this bookset in a library nearyou : www.worldcat.org/oclc/38386689 


Compiled by Helen Plough, M LS, James G. Collins & Associates. 
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